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A.D.  1875,  3 rd  March.  N°  785. 


Inhaler  for  Invalids. 


( This  Invention  received  'Provisional  Protection  only) 

PROVISIONAL  SPECIFICATION  left  by  John  Ellis  at  the  Office  of  the 
Commissioners  of  Patents,  with  his  Petition,  on  the  3rd  March 

1875. 

I,  John  Ellis,  of  the  City  Hoad,  in  the  County  of  Middlesex,  do 
5  hereby  declare  the  nature  of  the  said  Invention  for  “  A  New  or  Improved 
Inhaler  for  Invalids,”  to  be  as  follows : — 

The  Invention  is  designed  for  the  purpose  of  providing  invalids  with 
a  portable  inhaler  which  can  be  used  with  the  greatest  ease  and  prove  of 
the  utmost  advantage  when  employed  for  easing  the  respiratory  organs 
10  as  for  bronchial  or  chest  complaints. 

The  improvements  consist  in  constructing  a  conical  chamber  in  such 
a  manner  that  it  will  form  two  parts,  that  is,  from  its  apex  to  about  one- 
third  of  its  length  to  the  base  will  form  an  upper  removeable  cap  or 
cover  for  the  bottom  portion,  upon  which  such  cap  fits ;  the  apex  of  this 
15  conical  cover  is  provided  with  a  nozzle  or  outlet.  At  a  point  below  the 
junction  where  the  cap  fits  into  the  lower  body  of  the  conical  vessel  an 
internal  inlet  or  induction  pipe  is  placed  which  admits  air  into  the 
vessel. 
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A.D.  1875.— N°  785. 


Provisional 

Specification. 


Ellis  Improved  Inhaler  for  Invalids . 

When  it  is  desired  to  use  the  vessel  as  an  inhaler  the  cap  is  removed 
and  the  hot  liquor,  the  vapour  of  which  is  to  he  inhaled  is  filled  in  up  to 
a  level  a  little  below  the  inlet  induction  pipe,  at  which  time  the  conical 
cap  or  cover  is  placed  on,  and  the  mouth  or  nostrils  applied  to  the  outlet 
pipe  from  which  the  vapour  is  readily  drawn  for  inhalation  by  reason  of  5 
the  air  entering  the  liquor  a  little  below  its  surface  through  the  medium 
of  the  induction  pipe  before-mentioned. 

The  heat  of  the  liquid  in  the  vessel  may  be  retained  by  the  application 
of  a  spirit  lamp  or  other  equivalent  heater. 
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